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CrownNet Administration 


CrownNet Admin. 


QMS CrownNet Is a combination of a network interface and host software 
that together allow your QMS Crown printer to be connected to either an 
Ethernet or a Token-Ring network: 


= CrownNet Ethernet interfaces are either built into the print system—as 
on the QMS 2425, 2060, magicolor 2, and 4060 Print Systems-—or avail- 
able as an optional network interface card (NIC). 


# CrownNet Token-Ring interfaces are available only as an optional 
network interface card (NIC). 


The CrownNet interface supports the following: 




















Operating System/Protocol Ethernet Networks Token-Ring Networks 
AppleTalk (EtherTalk) v 

LAN Manager/LAN Server (NetBIOS/ v v 
NetBEUI) 

NetWare (IPX/SPX) v v 

TCP/IP v Vv 














iuiefls & 


Use this section to access detailed reference information for system 
administrators. 


